To:  trais.kliphuis@state.nm.us[trais.kliphuis@state.nm.us] 

From:  Garcia,  David 

Sent:  Fri  8/7/201 5 4:05:33  PM 

Subject:  FW:  Gold  king  mine  response  call 


FYI,  EPA/NMED  conference  call  with  your  staff  at  11 :30  cst. 


David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 


U.S.  EPA  Region  6 

1445  Ross  Avenue  (Mail  Code:  6WQ-D) 
Dallas,  Texas  75202-2733 
Phone:  (214)  665-7593 

Follow  EPA  Region  6 


From:  Restivo,  Angela 

Sent:  Friday,  August  07,  2015  10:40  AM 

To:  thomas.skibitski(gstate.nm.us;  Romero,  Nora,  NMENV;  Bruce.yurdin@state.nm.us 
Cc:  Webster,  Susan;  Foster,  Althea;  Crossland,  Ronnie;  McCasland,  Mark;  Brown,  Jamesr; 
Garcia,  David;  Kirkland,  Robert 
Subject:  Gold  king  mine  response  call 
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We  would  like  to  have  a call  with  you  guys  at  10:30  MT/1 1 :30  CT.  Please  let  us  know  if  you  are 
not  available  at  that  time? 

One  thing  we  would  like  to  cover  is  what  capacity  these  systems  have  currently.  Do  any  of  them 
have  alternate  sources? 

We  also  have  questions  related  to  other  aspects  of  this  response. 

Please  invite  any  others  that  you  feel  should  attend  this  call. 


Nonresponsive  Conference  Code 


Angela  Restivo 
Compliance  Officer 
Drinking  Water  Section 
U.S.  EPA  Region  6 
1445  Ross  Ave  (6WQ-SD) 
Dallas, Texas  75202-2733 
phone:  214-665-7123 
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